Case Report 

http://dx.doi.org/l0.4070/kcj.2013.43.4.273 
Print ISSN 1738-5520 • On-line ISSN 1738-5555 




A Case Demonstrating a Percutaneous Closure Using 
the Amplatzer Duct Occluder for Paravalvular Leakage 
after Tricuspid Valve Replacement 

Young Hee Heo, MD\ Soo-Jin Kim, MD^ Sang Yun Lee, MD^ and Jae Suk Baek, MD^ 

^Department of Pediatrics, School oflVledicine, Kyung Hee University, Seoul, 

^Division of Pediatric Cardiology Department of Pediatrics, Konkuk University School of Medicine, Seoul, 
^ Department of Pediatrics, Sejong General Hospital, Bucheon, Korea 



There has been a dramatic increase in the number and type of procedures performed in the field of cardiac intervention in the past decade. 
Percutaneous intervention is becoming an increasingly recognized modality for the management of prosthetic paravalvular leakages (PVLs) 
in severely symptomatic non-surgical candidates. Herein, we report our experience of percutaneous closure using the Amplatzer duct oc- 
cluder for a PVL in a patient who underwent tricuspid valve replacement. (Korean Circ J 2013;43:273-276) 
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Introduction 

The first double-umbrella device developed for intracardiac use, 
which was introduced in 1976, received little attention. ""^ However, 
since the development of the double-umbrella device for transca- 
theter closure of patent ductus arteriosus (PDA) by Rashkind et al.^^ 
in 1979, percutaneous transcatheter closure techniques have come 
into routine application in the management of atrial septal defects 
(ASDs), PDA, and other pathologic cardiac and vascular communic- 
ations. These techniques have also been applied to paravalvular le- 
akages (PVLs).'^'^ 

Paravalvular leakages most commonly result from the rupture of 
one or more sutures securing the prosthesis to the valve annulus. 
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and 60% of patients with PVLs are diagnosed within the first year 
after valve replacement.^^^^ Clinical manifestations include reduced 
net cardiac output, transfusion-dependent hemolytic anemia, and 
congestive heart failure. 

Transcatheter percutaneous closure of PVLs may be offered to 
patients with high operation risks. This technology has been mostly 
applied to PVLs via a transvenous, transseptal, and antegrade ap- 
proach. In this report, we describe what we believe to be a proper 
percutaneous solution for tricuspid PVL. 

Case 

A 51 -year-old woman was diagnosed with ASD at the age of 10 
years. However, her disease had not been clinically managed until she 
presented with cough and palpitation at the age of 37 years. At that 
time, a large secundum ASD (30x20 mm), rheumatic mitral valve re- 
gurgitation of grade 2/4, and tricuspid valve regurgitation of grade 
2/4 by incomplete coaptation were identified by transthoracic echo- 
cardiography (TTE). Electrocardiography showed atrial fibrillation. 
Cardiac catheterization revealed a right ventricular end diastolic pres- 
sure of 5 mm Hg, left ventricular end diastolic pressure of 5 mm Hg, 
and mean pulmonary artery pressure of 20 mm Hg, respectively. 
Since both ventricular functions were good without any evidence of 
pulmonary hypertension, ASD closure was performed using a Bovine 
pericardial patch at 37 years of age. TTE after ASD closure showed 
that the pressure gradient of tricuspid regurgitation of grade 2-3/4 
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was 33 mm Hg, the right ventricle and the right atrium were en- 
larged, and both ventricular functions were normal. 

However, as time passed, regurgitation flow of the tricuspid valve 
had progressed and valvular annuluses had been dilated by atrial fi- 




Fig. 1 . White arrows indicate perivalvular tricuspid regurgitation. 



brillation. Additionally, there were degenerative valve changes and 
occurrence of annular dilatation due to valve regurgitation itself. Be- 
sides, by rheumatic changes and atrial fibrillation, regurgitation flow 
of the mitral valve had also progressed. At ten years of age after ASD 
closure, she suffered from recurrent respiratory infection and de- 
creased exercise capacity. TTE revealed an enlarged right ventricle 
which was also severely dysfunctional, tricuspid valve regurgitation 
of grade 4/4, and annular dilatation. In addition, the enlarged left 
ventricle had mitral regurgitation of grade 2/4 as well as annular di- 
latation. Hence, we performed tricuspid valve replacement (TVR) by 
29 mm perimounted Carpentier-Edwards (Edwards Lifesciences, Ir- 
vine, CA, USA), mitral valve repair, mitral annuloplasty with a 28 mm 
Carpentier-Edwards ring (Edwards Lifesciences, Irvine, CA, USA), and 
Maze III operation with cryoablation. During the post-operative pe- 
riod, she had right ventricular dysfunction that required extracor- 
poreal membrane oxygenation but the patient was weaned off on 
day 10 after the cardiac operation. TTE demonstrated a well func- 
tioning tricuspid valve and mild tricuspid regurgitation in the cen- 
tral and paravalvular areas. 




Fig. 2. White arrows represent a paravalvular leakage of the prosthetic tricuspid valve in the left anterior oblique view (A) and the lateral view (B). The Am- 
platzer duct occluder was positioned in the paravalvular defect. Radio-opaque markers of the Amplatzer duct occluder are noted in the anteroposterior 
view (C) and the lateral view (black arrows) (D). 
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She has been admitted to the hospital several times after TVR due 
to recurrent heart failure, respiratory infections, and pleural effu- 
sions. Five years after the valve replacement operation, TTE showed 
a moderate amount of tricuspid valve regurgitation via PVL with a 
dilated inferior vena cava and decreased right ventriclular function 
(Fig. 1). Due to ventricular dysfunction and a history of post-opera- 
tive mechanical support, she refused surgery to correct her condi- 
tion at that time. Thus, we opted for percutaneous device closure of 
the PVL. 

Percutaneous closure was performed via an antegrade femoral ap- 
proach under general anaesthesia with trans-esophageal echocar- 
diogram (TEE) and fluoroscopic guidance. The PVL was located in 
the medial side of the tricuspid valve. The defect was selected by an 
angled hydrophilic guidewire of 0.035 inches (Glide wire, Terumo Inc., 
Japan) and the diameter of the leak measured by right ventriculog- 
raphy was 7.8 mm. Therefore, we chose the Amplatzer duct occluder 
(ADO) for deployment because of its "double flange" configuration. 
An ADO measuring 12xio mm was positioned in the paravalvular 
defect and in TEE, mild tricuspid valve regurgitation was found owing 
to the elliptical nature of the defect (Fig. 2). By day 5, tricuspid valve 
regurgitation became mild, likely due to the seating of the device 
and edema of the surrounding tissues. Repeat TTE in the third month 
post-procedure showed the device to be well seated, and both ven- 
tricles demonstrated good function. Early complications, including st- 
roke, embolism, arrhythmia and infection, were absent. After 14 
months, the patient showed improvement in her respiratory symp- 
toms and the New York Heart Association function class returned 
from IV to IL 

Discussion 

Paravalvular leakage is a well-recognized complication of pros- 
thetic cardiac valves with frequency ranging from 3 to 7% in long- 
term studies.^^^^ This condition is most commonly caused by suture 
dehiscence between the sewing ring and the valve annulus.^^ This 
process may be precipitated by annular calcification, inherent tissue 
friability, and infection, or could be secondary to surgical techni- 
que."""^ In the early period following valve replacement surgery, the 
occurrence of PVL has been reported to be as high as 47.6%.^^ Most 
PVLs are benign, and only 1-5% of replaced valves are presented 
with clinically significant regurgitation. ""^^^^^ 

Medical therapy is the treatment of choice for small leaks. Repeat 
surgery remains the gold standard for significant mitral regurgita- 
tion, particularly when it is associated with other associated symp- 
toms, heart failure, or functional decline.^^^ Symptomatic hemolytic 
anemia from regurgitation requiring transfusion is another indica- 
tion for intervention. However, reoperation for the purpose of PVL 
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repair causes significant morbidity, and is associated with a high 
rate of perioperative mortality (6-15%).^^^ 

In 1992, Hourihan et al.^"^^ reported the first successful percutane- 
ous repair in three patients with aortic PVL using the Rashkind-Cu- 
aso double umbrella. Percutaneous closure of PVL is a challenging 
task, but may be feasible in highly selected patients. The procedure 
may be the treatment of choice in certain individuals whose symp- 
toms are not adequately palliated by medical therapy and who are 
at high surgical risk.""^^ Percutaneous closure of PVL is an evolving 
therapeutic option that offers an alternative to traditional surgical 
closure for non-surgical candidates. However, in Korea, there are only 
few cases of percutaneous closure of prosthetic paravalvular leaks. 

A transcatheter device specifically designed for PVL repair has 
not yet been developed, thus a selection is made from an arma- 
mentarium of devices designed for other purposes, none of which 
is approved for this particular use.^^^ Choosing a device is not easy 
in most cases because PVLs are commonly elliptical in shape. Early 
reports have described the use of detachable coils or "clamshell" 
type devices. Recently, Amplatzer occluders have become more wi- 
dely used, including those designed primarily for ASDs, muscular 
ventricular septal defects, or PDA occlusions (AGA Medical Corpo- 
ration, Golden Valley, MN, USA).^^^ The ADO was used in the present 
case as well. The choice and availability of the device depends on the 
specific size and morphology of the PVL as well as proximity to the 
adjacent valve leaflets. After percutaneous device closure, many pa- 
tients may experience slight residual regurgitation due to to the el- 
liptical morphology of PVL. Therefore, over-sizing of the device has 
several potential advantages. However, the possibility of interfer- 
ence with prosthetic valve leaflets must be identified by echocar- 
diography and may require a change of device.^^^ 

Although rarely reported, there are many potential complications 
that include the usual complications associated with general anes- 
thesia, TEE, vascular access, and trans-septal puncture. Embolization 
of thrombus, air, atheroma, or valve material could result in ischemic 
complications such as stroke. Aggressive attempts to force a deliv- 
ery catheter through a defect could cause further valve dehiscence. 
Of course, occurrence of infection remains a matter of concern, as 
with any other implanted device. For example, deployed devices may 
interfere with valve leaflets. Device embolization may occur, and this 
risk is greatest during attempted implantation of a second device 
when the previously placed device is dislodged. For this reason, it 
may be advisable to wait several weeks for fibrosis to occur for an- 
choring of the device before inserting a second one.^^^ 

This intervention is indicated for severely symptomatic patients 
with a high risk for surgical correction, and it is becoming an esta- 
blished practice worldwide. Still, the long-term efficacy of percu- 
taneous closure remains to be demonstrated. The development of 
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defect-specific devices and techniques is likely to extend the applic- 
ation of this approach and minimize current limitations.''^^ Herein, we 
report a case of percutaneous closure which was managed using the 
ADO for PVL in a patient who underwent TVR. 
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